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EXTRAORDfN ARY 

PART II—Section 3—Sub-section (i) 

PUBLISHED BY AUTHORITY 


No. 73] NEW DELHI, FRIDAY, JUNE id , 1960 /JAISTHA 20, 1882 


MINISTRY OF FINANCE 
(Department of Revenue) 

NOTIFICATIONS 
Central Excises 
New Delhi, the 10 th June 1960 

G.S.R. 662.—In exercise of the powers conferred by sub-sections (2) and (3) 
of section 3 of the Central Excises and Salt, Act, 1944 (1 of 1944), as in force in 
India and as applied to the State of Pondicherry the Central Government hereby 
fixes for electric motors (of the single or split phase type) chargeable with duty 
under sub item (1) of item 31 of the First Schedule to the said Act and the horse 
power of which is specified in column 2 of the Schedule hereto annexed, the 
tariff value specified in corresponding entry in column 3 thereof. 

Schedule 


Item No. under 
First Schedule to 

the C. E. & Salt Horse power of electric motor 

Act, 1944 under 
which the article 
is chargeable 


Tariff 

value 


(1) (2) (3) 

__ 

31(1) • - (0 Motors not exceeding 1/20 H.P. no 

( ii ) Exceeding 1/20 H.P. but not exceeding 1/12 H.P. . . 120 

(in') Exceeding 1/12 but not exceeding 1/6 H.P. . . . 130 

(ft 0 Exceeding 1/6 but not exceeding 1/3 H.P. . . . 160 

(v) Exceeding 1/3 but not exceeding 1/2 H.P. 

(pi) Exceeding 1/2 but less than 1 H.P. 

(dm) Motors of 1 H.P. ....... 300 

(fnii) Exceeding 1 H.P. but not exceeding 2 H.P. . . 400 


Explanation : The horsepower is equivalent to 0-7457 kilowatts. The rating shall be the 
continuous rating in accordance with Indian Standard Specification No. 996— 
1959. 

[No. 84/60.] 


( 213 ) 






214 


THE GAZETTE OF INDIA EXTRAORDINARY 


[Paat II-Sec. 8 


G.S.K 663. —In exercise of the powers conferred by sections (2) and (3) 
of section 3 of the Central Excises and Salt Act, 1944 (1 of 1944), as in force in 
India and as applied to the State of Pondicherry the Central Government hereby 
fixes for three phase squirrel cage electric motors chargeable with duty under 
■ub-item (2) o£ item 81 of the First Schedule to the said Act, and the horse 
power otf which is specified in column 2 of the Schedule hereto annexed, tariff 
values specified in the corresponding entries in columns 3, 4 and 5 thereof 
according to the synchronous speed indicated by the abbreviation R. P. M. 
(Revolutions per minute). 


Schedule 


Item No. under 
First Schedule to 
the C. E. & salt 
Act under which 
the article is or¬ 
dinarily chargeabl 


Synchronous Speed and Tariff 
Values 

Horse power of electric motor 

c 

Exceeding Exceeding 
1400 QOO 

R.P. M. R. P. M. 

but not 
exceeding 
1400 

R. PM. 

T arifl T arid’ 

values values 

per motor per motor 

"Not 

exceeding 

900 

R. P. M. 

Tarid 
values 
per motor 

I 

2 

3 

4 

5 

3l(2)(i) 

(!) Not exceeding 1 H.P. 

Rs. 

300 

Rs. 

350 

Rs. 

400 


(it) Exceeding 1 H.P. but not exceeding 

2 H.P. 

350 

400 

500 


(tit) Exceeding 2 H.P. but not exceeding 

3 H.P. 

400 

480 

600 


(iv) Exceeding 3 H.P. but nor exceeding 

4 H.P. 

450 

550 

650 


(u) Exceeding 4 H.P. but not exceeding 

5 H.P. 

520 

620 

750 


(vi ) Exceeding 5 H.P. but not exceeding 

6 H.P. 

600 

700 

800 


(ini') Exceeding 6 H.P. but not exceed¬ 
ing 8 H.P. 

660 

820 

1,000 


A-iti) Exceeding 8 H.P. but not exceed¬ 
ing 10 H.P. 

800 

1,000 

1,200 

3i(i)(ii) 

(ix) Exceeding 10 H.P. bul not exceed¬ 
ing 13 H.P. 

1,000 

1,200 

.1,400 


( x ) Exceeding 13 H.P. but not exceed¬ 
ing 15 H.P. ..... 

1,100 

1,300 

1,600 


(xi) Exceeding 15 II.P. but not exceed¬ 
ing 20 H.P. ..... 

1,400 

1,700 

2,000 


Explanation : The horse power is equivalent to 0-7457 kilowatts, The rating shall be the 
continuous" maximum rating in accordance with Indian Standard Specification 
No. 325 —I 959 - 


[No. 85 / 60 .] 
B. N. BANERJI, Joint Secy. 
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